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Message Text 



UNCLASSIFIED 

PAGE 01 CARACA 10736 151825Z 
60 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

115133 

R 151532Z OCT 75 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 530 
USDOC WASHDC 

UNCLAS CARACAS 10736 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJ: MAJOR PROJECTS: CENTRO STEAM POWER PLANT-CCP CAMPAIGN 

1. C.A. DE ADMINISTRACION Y FOMENTO ELECTRICO (CADAFE) 

INVITES ALL FOREIGN FIRMS WITH LEGALLY ESTABLISHED REPRESENTATIVES 
IN VENEZUELA AND WITH CAPABILITY IN DESIGNING AND BUILDING 
LARGE BOILERS TO REGISTER THEIR INTEREST IN PARTICIPATING 
IN A FUTURE TENDER FOR THE DESIGN, 

MANUFACTURE, SUPPLY, TRANSPORT, INSTALLATION, TESTING 
AND INITIAL OPERATION OF STEAM BOILER WITH SUFFICIENT CAPACITY 
TO DRIVE A 400 MW TURBO-GENERATOR. 

2. THE UNIT WILL BE INSTALLED AS NUMBER 3 AT THE CENTRO STEAM 
POWER PLANT NEAR PUERTO CABELLO, PRESENTLY UNDER CONSTRUCTION 
THE TENDER WILL FORESEE THE POSSIBILITY OF THE PURCHASE OF 
BOILER NUMBER 4. IN ADDITION TO THE BOILER, ALL AUXILIARY 
EQUIPMENT, CONTROLS, AND PRINCIPAL STEAM DUCTS ARE TO BE 
INCLUDED IN THIS PACKAGE. 

3. THE REGISTRATION HAS TO BE EFFECTED THROUGH THE LOCAL 
REPRESENTATIVE AND THE REQUIRED DOCUMENTATION MUST INCULDE 
HIS LEGAL DOCUMENTATION, AND DETAILED DESCRIPTION OF THE FOREIGN 
MANUFACTURER'S CAPABILITIES AND EXPERIENCE. ALL DOCUMENTS 
MUST BE PRESENTED ON NOVEMBER 4, 1975, AT 10 A.M. AT CADAFE. 
SHLAUDEMAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CARACA10736 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750358-0205 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751052/aaaabuky.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 OCT 2003 by MaustMC>; APPROVED <1 1 FEB 2004 by buchant0> 

Review Markings: 
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